Adrienne L Rollins 


From: Adrienne L Rollins 

Sent: Thursday, December 14, 2017 9:01 AM 

To: Brian Downs 

Subject: Updated Program 

Attachments: OSDH_ProgramOverview.2017.pptx 


Thought of a few other items to add. © 

Adrienne L. Rollins, MPA 
Interim Director 

Center for Health Innovation and Effectiveness 
Oklahoma State Department of Health 

1000 NE 10 th Street 
Oklahoma City, OK 73117 
Office: 405.271.9444 ext. 52981 
Cell: 405.626.2529 




